
ANALYTICAL RESEARCH LABORATORIES 

840 RESEARCH PARKWAY, SUITE 546 
OKLAHOMA CITY, OK 73104 
PHONE (405)271-1144 
FAX (405) 271-1174 


Microbiology Report 

CLIENT: New England Compounding Center 

697 Waver ly Street 
Framingham, MA 01702 


ARL #: 183717-01 

LOT #: 080620120115 

DESCRIPTION: Polym-Bad (STOCK) 3L * Glen Falls* 1.5MU-30KU/30mL Solution 

DATE RECEIVED: 08/07/2012 

STORAGE: 2°C to 8°C (35.6°F to 46.4°F) 

CONTAINER: One 3 mL syringe 


ANALYSIS 
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Method 
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Tested 
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08/07/2012 


0. V>u^ 


08/21/2012 


Tiffany Hyde - Microbiologist 


Date Reported 


Sterility - 14 day sterility report In accordance with the USP guidelines, the sample was incubated for 14 days. 
Fungal - 14 day fungal report In accordance with the USP guidelines, the sample was incubated for 14 days . 


Results reported above relate only to the sample that was tested. 
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